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these meetings. The Society has received the co-opera-
tion of delegates from outside bodies, such as the Association of
Medical Officers of .Schools, the London Teachers' Association,
Association of Teachers in Technical Institutions, the
Association, etc., all of whom took part in the discussions
rendered valuable assistance. Special joint committees,
which both the Illuminating Engineering Society and these
ies are represented, have now been formed to carry on
trie study of school and library lighting and collect further
lr* formation on the subject, and have already issued interim
sports.1
Tlie Illuminating Engineering Society now includes among its
iuem~bers representatives of gas, electric, acetylene, oil, and petrol-
a**% gas lighting; manufacturers of lamps, shades, and reflectors ;
1 Medical men, oculists, architects and surveyors, prof essors, etc. ;
Jind its membership during its four years of existence has
increased to close on 500. It is also international in its scope,
4ii id numbers among its corresponding members many of the
greatest Continental and American authorities.
Iri taking the step of forming an Illuminating Engineering
Society (in London), its founders were encouraged by the know-
ledge that a society with similar aims had been started in the
United States in 1906 and had met with considerable success.
Since that date the number of members of the American Society
iuts risen to over 1500, and its transactions (to which frequent
reference will be made in this work) have contained a fund of
Information of the greatest value. The American Illuminating
I<Jri,c/-ineer was started almost simultaneously, and this too did
much, valuable pioneering work.
In other parts of Europe the study of lighting matters
(which, was taken up by some Continental engineers much
in advance of their time) is being vigorously pursued. Many
of: the most recent developments in illuminants are of Con-
tinental origin, and their applications constantly form the
subject of articles and papers before technical and scientific
societies. The announcement was made two years ago that a
German Illuminating Engineering Society has been founded
under the auspices of the Technische Physikalische Reichsanstalt
and a/t the joint request of the German Institutions of Gas and
Electrical Engineers.2
*   Tllum. Eng.9 London, July 1913, pp. 364-366 ; July 1914, pp. 35,9-368.
r. f. Beleuchtungswesen, 10th Nov. 1912.